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mOKAXSOH FOR : Assistant Director for Field Activities, OSA 
MBJflCt ; Comesnacr *s Report for April Iff A. 

Reference : Section IT - Person*! equipment Pare. ft. 


1. Vie first RCP on new parachute peck containing a 
3ft feet canopy see disapproved . A second RCP see recently 
approved end work has been started on a prototype mock-up 
to Insure cospat Ability of the seat, survival kit and see 
parachute pack. sill establish a test program 

for the chute when the prototype wock-up Is approved. 

S, Production quantities of the new chute should be 
available within the nest six months. However , to insure 
yon have best equipment available at all times suggest 
you p roceed to replace alt over age parachutes on schedule. 










